Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 OECD P 05481 241639Z 

64 

ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NRC-05 NSAE-00 TRSE-00 

EUR- 12 ERDA-05 ISO-OO /030W 

— — - 109620 

R 241653Z FEB 76 
FM USMISSION OECD PARIS 
TO SECSTATE WASH DC 0800 

CONFIDENTIAL OECD PARIS 05481 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, PL, UK 

SUBJECT: UK SIGNAL GENERATOR TO POLAND, IL 1529 
REF: (A) STATE 43274 (B) COCOM DOC (75) 2423 

1 . FOLLOWING US DEL'S COMMENTS BASED ON REFTEL A AT 
COCOM MEETING 2/24, FRENCH DEL RECALLED DISCUSSION OF 
SIGNAL TO PHASE NOISE RATIO DURING FOURTH ROUND LIST 
REVIEW AND REITERATED REQUEST THAT US INDICATE IN WHICH 
BANDWIDTH DB RATIO MEASURED AND HOW CALCULATION MADE. 

2. ACTION REQUESTED: APPROPRIATE INSTRUCTIONS FOR 
RESPONSE TO FRENCH DEL. 
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Control Number: n/a 
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Disposition Action: RELEASED 
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Document Number: 1976OECDP05481 

Document Source: CORE 

Document Unique ID: 00 
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Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 43274 
Review Action: RELEASED, APPROVED 
Review Authority: coburnhl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 APR 2004 by greeneet>; APPROVED <1 1 AUG 2004 by coburnhl> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: UK SIGNAL GENERATOR TO POLAND, IL 1 529 
TAGS: ESTC, PL, UK, COCOM 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



